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INTERIOR  OF  BIG  MOOSE  COMMUNITY  CHAPEL  wh.ch 
was  built  without  architect's  plans.  The  lighting  fixtures, 
fireplace,  etc.,  were  designed  by  campers  of  Big  Moose. 
Central  Adirondack  Mountains,  Big  Moose, '  N  Y„„in  Jr 

Ektachrome  by  Anthony  Mario,  Jr. 
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